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Architectural Drawing Cements 

Structural Drawing Coasaents 

Mechanical Drawing Cmaents 

Sleet ri cal Drawing Conneats 

General Drawing Ceeraente 

Specification Cowente 

list of Gorermeat'Turnlabed Equlpeent 

Additional Details 

(1) Sew 3xit Door Detail 

(2) T-3ite Switchgear Schematic 

(3) T-Site Transaission Une Layout 
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